Message 


From; Servizio, Paul (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

Ol/CN=RECIPIENTS/CN=PAUL.SERVIZIO] 

Sent: l/lBllOll 8:22:48 PM 

To: Nassif, Julianne (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Julianne.Nassif] 

Subject: RE: Standard 


The 


lease and associated samples are all negative for drugs/contaminants Will get paperwork done 


tommorw RAMAN SPME and Solv EXT GCMS , FTIR were done. Then column will be clipped next 


From: Massif, Julianne (DPH) 

Sent: Thursday, January 19, 2012 1:10 PM 
To: Piro, Peter (DPH) 

Cc: Servizio, Paul (DPH) 

Subject: RE: Standard 

Yes, please. 


From: Piro, Peter (DPH) 

Sent: Thursday, January 19, 2012 12:51 PM 
To: Massif, Julianne (DPH) 

Subject: Standard 

Hi Julie, we don’t have sibutramine. It’s a class IV drug according to the September 2011 USP catalog. If you want me to 
order it let me know. Each bottle contains 125 mgs. 

Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Piro@state.ma.us 
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